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Seagoing dredges 


Ladder dredge AHKLAM 
Ladder dredge 


available in East Germany on 7 March 1953 included; 

— — Z^bnlcal Data ^ Jl®®arks 


Ladder dredge 
Ladder dredge 


WISMAR 

formerly 

ACHILLES 

USEDOM 

ROSTOCK. 

formerly 

FUCHS 


Bucket capacity 
200 liters 

300 liters 


560 liters 
300 liters 


25X1 


ladder dredge 

STRALSU/ffi 

formerly 

STETTIN 

200 liters 

ladder dredge 

B X II 

220 liters 

Ladder dredge 

WCLGAST 

formerly 

BAI 

200 liters 

tedder dredge 

RliEGEN 

112 liters 

Ladder dredge 

HECHT 

80 liters 

Ladder dredge 

UECKERKHENDE 

40 liters 

Ladder dredge 

TORGELOW 

40 liters 

Ladder dredge 

HIDDKNSEE 

30C liters 


j STATE 

E 

WAVY Kir 


NSR8 

n 

[ ARMY j 


j AIR 

X 

FBI 

b 


DISL 


Average daily capacity - 
1,164 cubic meters. 
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Ladder dredge UARNEMUEHDE 800 and 500 Self-propelled dredge 

liters with two sets of buckets, 

considered the most moa- 
dredge available. 

Seagoing suction NOGAT 
dredge 


Seagoing suction SEEGAT 
dredge 


Seagoing ejec- NIKMERSATT 
tion dredge 


These two self-propelled suction dredges 
were of one type and hacP suction capacity 
of 500 cubic meters. They were scheduled 
to operate in the channel northwest of 
Ruegen Island. 

Ejection pipe line 600 millimeters in 
diameter. 


Seagoing ejec- LEBIN 
tion dredge 


Ejection pipe line 550 millimeters in 
diameter. 


Seagoing ejec- Z2RGST 
tion dredge 


Ejection pipe line 4C0 millimeters in 
diameter * 


Seagoing ejec- FRER0W 
tion dredge 


Ejection pipe line 350 millimeters in 
diameter; average daily capacity- 1,352 cubic 
meters „ 


K 


SS w 5T k IW“ f or seagoing dredges planned, that dredge ANKLAM work 
to IwiV #£° “ et y? alongside the quay wall, in front of slipways I through 
Sf 0nt ° f the . n ®f in ® r aUway in Wismar; chat dredge STRALSUSD dredge 
°^ io mat ®f a f. 1 tha outfitting quay cund in front of the slipway 
installations of the Waraow-Shipyard in Waraemuende-. that the dredges ROSTOGfc. 
ai^ WI0E4R aredge 8C.0C0 cubic meters in the turning basin in Warnemuende 

^frKT> th L K 5A?fe om J (Mew Stream Channel) off Warnemuende; that the dredges 
l-OLGAST and hOGAf dredge in front of the QeblHorf shipyard near Rostock 
atJd at Stralsuad harbor; ohat the dredges WubGAST AMD R0GAT dredge ya.ooo'cunic 

^ the dred«eB_PwysAfr H0GAX dredge 320,000 cubic 
■“* «** western channel ef Stralsund; the dredges USKD0M and WAHSE- 
li’jRJvD.'i remove 485,000 cubic meters in Trcmpsr Wiek for the Sueff«rib«fen 
pi oj eat j chat the dredges HEJ)T)EtiSIv3. GREIvswat ,d and SASSMX'X'h remove 635,000 cubic 

52~” i n J be i™f^ er Boddan * : 5 he_dr^dges .BBaSHKDBOB, KmhM and 
htEGEJ dredge 306,000 cubic meters. x *• 


I — Dredge WARNS5UER.0E became unserviceable in early March 1953 

careless treatment of a diesel engine which was frozen. Dredge 
wARHEKUEHDE transferred to Straisund in early 1953. | | _ 

L — -JCqcmsnt. A report on the 1953 work program of the Seeb=«eerei (Sr» 
dredging company) VEB was previously submitted. I 1 

There were no differences between this previous infestation and the present 
report, except the figures for Wismar where 230,000 cubic meters had to be 
dredged in the navigable channel. These 230*000 cubic meters are probably 
Included In the 306*000 cubic meters for maintenance work. 
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